MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  31  Township:  9  North  Range:  1  West  Corner  ID:  Him  C-25 

Monument  Description  &  Remarks:  Found  PK  nail  in  centerline  of  West  Third  Street  at  South  1/4  corner  of 
section.  Replaced  old,  rusted,  1 "  PK  nail  with  2!4”  PK  nail. 

References  on  file  in  the  County  Surveyor’s  Office: 
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RECOVERY  TIE  DRAWING 
Field  Book  98-0 1  Page  No.  25 
USGS  Bloomington  Quad 


A  -  PK  nail  in  centerline 
B  -  South  24  degrees  West,  38.84'  from  PK  nail 
MAG  nail  in  16"  powerline  pole 
C  -  North  42  degrees  West,  64.33'  from  PK  nail 
MAG  nail  in  10"  telephone  pole 
D  -  North  74  degrees  East,  87.64'  from  PK  nail 
“X”  on  west  flange  bolt  in  base  of  fire  hydrant 
E  -  East,  142.98'  slope  distance 

PK  nail  in  centerline  (see  Per  C-01) 


Compass  Bearing  Magnetic  North 


!,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  prepared  under  my 

direction  in  accordance  with  the  provisions  of  Section  36-2-12-l^f  ^Tndiafta^o^  and  the  above  data  is 


given  under  my  hand  and  seal  this  13th  day  ofjauuary,  1998. 


SEAL 
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